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Pages 1-96: July 1962 
Pages 97-192: October 1962 


Acetylene Cylinder: 

Failure of Valve Starts Fire. (Q56:138 

Acoustical Ceiling Tile, Combustible. 
Interior Finish, Fiberboard 

Fires Involving. Q56:84, 85 
Advertisers, Index to. 56:96, 192, 290, 426 
Air-Conditioning Equipment, Fires Caused by or 

Involving. See also Ducts. 56:85, 86, 88 
Aircraft, Escape Facilities in. (56:101 
Aircraft, Fires Involving: 

Amarillo, Texas, July 8, 1962. (56:414 

Bombay, India, Dec. 1, 1962. (56:417 

Carswell Air Force Base, Texas. @Q56:197 

nr. Chico, Calif.. May 24, 1962. Q56:197 

Honolulu, Hawaii, July 22, 1962. Q56:197, 

Knoxville, Tenn , Aug. 6, 1962. 056:413 

Limestone, Maine, May 9, 1962. Q56:412 

Multiple-Death Fires in 1962. Q56:315 

New York, N. Y., Nov. 30, 1962. 56:197, 

nr. Paris, France, June 3, 1962. Q56:417 
Air-Supported Structures. (56:332 
Alarm Bell, Lack of, to Warn Occupants. 
Alarm System, Lack of. ©56:279 
Alarms, Delayed: 

Manual Fire Alarm Box Not Pulled. Q56:168 

Observers Assumed Alarm Given. 56:303, 305 

Occupants Fought Fire. Q56:86, 168, 170, 172, 275, 

276, 305, 366, 408 
Supervisors Called Rather than Fire Department. 
Q56:168 172 

Telephone Cable Burned Out. Q56:13 

Telephone Wires Burned. Q56:168, 303, 305, 412 
Alarm Transmission: 

Multiple-Death Dwelling Fires. 
Aluminum: 

Walls, Exterior. Q56:324 
Aluminum Casting Plant. See Metalworking Plants 
American Air Filter Company. ©56:218 
American Gas Association Laboratories. 

219 
ASTM Tests of Plastics. ©56:162 
Ammonium Nitrate, Fires Involving: 

Norton, Va., Dec. 27, 1961. 056:264, 265 

Ammonium Phosphate-Base Dry Chemical, as an 
Extinguishing Agent. (56:95, 96 

Amusement and Recreation Places. See Clubs 

Ansul Chemical Company. 56:110, 125, 216 

Apartments, Fatal Fires. 056:511 

Apartments, Fires Involving. See also Apartments 
with Stores 

San Francisco, Calif., May 10, 1962. 
Apartments with Garages. ()56:329 
Apartments with Stores, Fires Involving: 

Newark, N. J., May 17, 1962. @56:134 
Arches: 

Exposed Heavy Timber. 

Steel Lamella. Q56:325 
Argonne National Laboratory, Fuels Technology 

Center. Q56:335 


See also 


Q56:138 


(956 3303 


Q56:218, 


Q56:407 


Q56:325 


Pages 193-290: January 1963 
Pages 291-426: April 1963 


Arson. See Incendiary (Suspicious) Fires 

Asphyxiation, Cause of Dwelling-Fire Deaths. 
Q56:296 

Association of American Railroads. Q56:190 

Automatic Fire Detection. See Detection 

Automatic Sprinklers. See Sprinklers 

Automobile Sales. See Stores 

Aviation Medical Division (FAA). Q56:101 

Ayer Tannery Employees — One Year after the 
Fire. By Richard E. McElrath. Q56:128 


B 


Babysitter: 

Factor in Fire Fatality. 
Bachtler, J. R. Q56:71 
Barges, Fires Involving. See Ships and Barges 
Basement Fires, Inaccessible. ©56:406, 407 
Betz, Gordon M. Q56:51 
Blasting Agents, Safe Handling of. 
Board of Directors, Meetings of: 

Boston, Mass., June 28, 1962. Q56:148 

New York, N. Y., Jan. 24, 1963, Q56:318 

Philadelphia, Pa., May 21, 1962. Q56:16 
Bono, Jack A. Q56:343 
Boston Fire Department. 
Bugbee, Percy. Q56:197 
Building Construction Developments — Their 

Influence on Fire. By Everett W. Fowler. Q56: 
323 
Building Renovation, Fire During. 
Buildings. See also Construction 

Construction Type: 

Fire-Resistive with Wood Roof. Q56:327 

Exterior Walls: 

Aluminum. Q56:324 
Glass. Q56:323 
Plastic. Q56:325 
Framing: 
Heavy Timber Arches. 56:32: 
Laminated Timber. Q56:325 
Steel Lamella Arches. Q56:325 
Buildings under Demolition, Fires Involving: 
St. Louis, Mo., Aug. 20, 1962. 56:275 


Q56:305, 306 


Q56:261 


Q56:217 


Q56:358 


Cc 


Cable, Steel, Roof Supports. 
California State Fire Marshal. 
Canada: 
Large-Loss Fires of 1962. 
Multiple-Death Fires of 1962. Q56:296 
Canadian Department of Forestry. ©56:147 
Carbon Dioxide, As Extinguishing Agent. Q56:93, 
216, 221 
Carbon Monoxide Poisoning, Death Caused by. 
Q56:106, 108, 201 
Casualties. See Fatalities 
Catheart, H. Robert. 056:160 


Q56:325 
Q56:146, 147 


Q56:373 


419 





420 


See also specific causes 
Q56:376 


Causes, Fire. 
Large-Loss Building Fires, 1962. 
Multiple-Death Dwelling Fires. Q56:306 

Ceiling Assemblies, Fire Tests of 0Q56:343 

Ceilings. See Acoustical Ceiling Tile, Fiberboard, Wall 

and Ceiling Concealed Spaces 

Chemical Plants, Fires Involving: 

Brandenburg, Ky., April 17, 1952. ©56:197, 398 
Toledo, Ohio, May 10, 1962. Q56:197, 249 
Chicago Fire, Great, Oct. 9, 1871. Q56:45 
Children: 
Loss of Life in Fires. 0Q56:302 
Playing with Matches, Fires Caused by. ©56:307 
Unattended, Fire Problem of. Q56:304, 305 
Chimneys and Flues, Fires Caused by. 0Q56:307, 
376 
Christmas Tree, Origin of Fire. 056:298 
Christmas Trees and Decorations. By George H. 
Tryon. Q56:139 

Churches, Fires Involving: 

San Francisco, Calif., Sept. 7, 1962. 

Chutes, Rubbish: s 
Fires Originating in. Q56:407 

Civil Aeromedical Research Institute. 

106 

Civil Aeronautics Board. 

Civil Defense Disaster Committee. 

Club, Country, Fire Involving: 
Columbus, Ohio, Jan. 11, 1962. 

Coal Mines. See Mines 

Colleges and Universities, Fires Involving: 
nr. Lockport, Ill., Jan. 16, 1963. Q56:284 

Combined Use of Foam and Dry Chemical. By 

Donald N. Meldrum. Q56:28 

Concealed Spaces, Factor in Fire Spread. See Wall 

and Ceiling Concealed Spaces 

Concrete: 

Shell Roof. Q56:327 
Slab Roof. ©56:327 
Conference on Hospital Fire Safety, Chicago, II1., 
March 8-9, 1962. Q56:161 

Containers, Record. See Records 

Containers, Waxed, Fires Involving: 

Contents of Buildings. See Slorage 

Cooking Equipment. See Heating and Cooking 

Equipment 

Courthouses, Fires Involving: 

Webster, S. Dak., Jan. 19, 1962. Q56:282 

Cutting and Welding. See Welding and Cutting 


56:98 


(56:101, 


Q56:101, 106 
Q56:154 


Q56:280 


Q56:289 


D 


Dealing with the Grease Duct Fire Problem. By 
Richard E. Stevens. Q56:216 
Decorations, Combustible. 0Q56:366 
Delayed Alarm. See Alarms, Delayed 

Department Stores. See Stores 
Detection, Delayed. Q56:78, 298, 373 
Detection Devices, Fire, Spot-type. 
Detection System, Fire, Automatic: 
Fires Discovered by. Q56:138, 359, 393 
Lack of. Q56:98, 279 
Partial Protection Ineffective. 
410 
Performance in Large Loss Fires of 1962. Q56:374 
Detectors, Heat. 56:202-215, 366 
Detectors, Smoke. Q56:202-215, 366 
Different View on Plastic Fire Hazard Classifica- 
tions, A: By J. A. Wilson. Q56:162 
Domes, Metal and Plastic. 56:33] 
Doors: 
Bedroom, Factor in Life Safety. Q56:301 
Closed During Fire. Q56:301 
Open During Fire. Q56:36, 134, 135, 306, 375 
Plywood, Hollow, Fire Burned Through. 056:360 


Q56:167 


Q56:35, 37, 38, 359, 
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Doors, Fire: 
Factor in Life Safety in Buildings. 
231 
Failure to Operate, a Legal Liability. 
Inoperable. ©56:394, 401 
Lack of. Q56:395 
Partially Effective. (Q56:279 
Satisfactory Performance. Q56:393 
Dormitories, Fires Involving: 
Amherst, Mass., Oct. 27, 1962. 
Concord, Mass., May 13, 1962. 
Drug Stores. See Stores 
Ducts, Heating and Ventilating, Factor in Fire 
Spread. Q56:83, 85, 86, 88, 301, 402, 405, 412 
Dry Chemical. See also Extinguishing Systems 
Potassium Bicarbonate-Base. Q56:21 
Used Combined with Foam. Q56:28 
Ducts, Grease, Fire Problems of. ©56:216 
Dust Explosions. See Explosions 
Dwelling Fires: 
Multiple-Death Fires in 1962. 
Origin. Q56:300 
Speed of Growth. Q56:297 
Survival Plan. (56:307, 408, 410 
Time Available to Escape. Q56:298 
Dwellings, Fires Involving: 
Beverly, Mass., Sept. 28, 1962. 056:408 
Broughton, N.S., Dec. 24, 1962. Q56:197 
nr. Center Ridge, Ark., Jan. 15, 1962. Q56:197 
Harrison Twp., Ind., Sept. 29, 1962. Q56:408 
Livonia, Mich., Jan. 6, 1962. ©56:409 
nr. Waldorf, Md.. Mar. 1, 1962. ©56:410 


(Q56:153, 229, 230, 


€956:246, 247 


(0563367 
Q56:312 


(956:296 


E 


Eastman Kodak Company. ()56:227 
Ebert, Dr. Charles H. V. Q56:253 
Economic Losses, Fire Causing Severe: 
Ayer, Mass., June 5, 1961. 0Q56:128 
Editorial: 
St. Jude’s Nursing Home Fire. Q56:342 
Educational Occupancies, Fire Loss in 1961. 
186. See also separately listed occupancies 
Electric Generating Plants, Fires Involving: 
Memphis, Tenn., Jan. 7, 1962. Q56:283 
Electric Shock Hazard of Metal Christmas Trees. 
Q56:140 
Electrical Appliance Assembling. 
Electrical Fires: 
Equipment, Fires Caused by. 56:82, 307, 376 
Fluorescent Fixtures. Q56:393 
Wiring, Fires Caused by. Q56:307, 366, 376, 408 
Escape Facilities in Aircraft. Q56:101 
Ethylene Oxide, Explosive Reaction. 
Evacuation Drills. Q56:153 
Evacuation, Emergency, During Fire: 
No Instruction Given to Airline Passengers. Q56:101 
Successful. Q56:153 
Evacuation Problems of Denver Jet Crash. By A 
Howard Hasbrook, J. D. Garner and Clyde C 
Snow. Q56:101 
Exhaust Systems, Kitchen, Hazards of Improperly 
Installed. Q56:82 
Exhibition and Exposition Hall, Fire Involving: 
Dearborn, Mich., Nov. 9, 1962. Q56:194 
Exits: 
Emergency, Lack of. Q56:412 
Inadequate, Cause of Casualties. 
Explosions: 
Chemical Reaction. Q56:249, 398, 400 
Dust, Grain. Q56:237 
Fire Gas. Q56:405 
Organic Peroxide: 
Norwich, Conn., Apr. 3, 1962. Q56:62 
Explosives and Munitions Plant, Fire Involving: 
Norton, Va., Dec. 27, 1961. Q56:264 


Q5e: 


See Metalworking 


Q56:398 


Q56:37, 412 
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Exposure to Fire, Damage Caused by. Q56:275 
Extinguishers: 
Carbon Dioxide. Q56:221 
Factor in Life Safety in Buildings. Q56:153 
Underground Garage Protected by. Q56:7, 8 
Extinguishing Agent Developments. 056:2 
Extinguishing Systems: 
Carbon Dioxide. Q56:216 
Dry Chemical. Q56:216, 217 
5 Water Spray. Q56:216, 220 
Extinguishment of Fire. Q56:89 


F 
Factory Mutual Engineering Division: 
268, 272 
False Alarms. Q56:198 
Farm Dwellings, Multiple-Death Fires in. 
Fatalities: 
Caused by Explosion. Q56:237, 249, 251, 398 
Multiple-Death Firés of 1962. Q56:295 
Trapped in Aircraft on Fire. Q56:412, 415, 416, 417 
Trapped in Building on Fire. Q56:13, 134, 138, 278, 
280, 292, 295, 357, 403, 408, 409, 410, 412 
Trapped in Truck on Fire. Q56:13 
Federal Aviation Agency. Q56:101 
Fiberboard, Combustible. See also Interior Finish 
Fire Spread by. Q56:80, 81, 84, 85, 87, 88, 301, 370, 
405 
Fire Alarm Box, Manual. Q56:167, 168 
Fire Alarm System,’ Central-Station-Connected: 
Factor in Life Safety in Buildings. Q56:153 
Fire and Explosion Tests of Plutonium Glove- 
boxes. By Howard V. Rhude. Q56:335 
Fire and Its Extinguishment. By Walter M. 
Haessler. Q56:89 
Fire Brigades, Private, Effective. 
Fire Departments: 
Conditions Hampering. Q56:375 
Insufficient Manpower. Q56:370 
Police-Fire Integration. Q56:82, 292, 376 
Poorly Trained. Q56:418 
Fire Detection Systems in Dwellings, Los Angeles 
Fire Department Tests. Q56:201 
Fire Drills: 
Home. Q56:408, 410 
Hospital. Q56:154 
Fireplace, Sparks from, Fire Cause. 
Fire Prevention Education. 56:41 
Fire Prevention Week. Q56:45 
Fire Protection Developments in 1962. 
Bugbee. Q56:197 
Fire Protection Handbook. Q56:148, 199, 200, 320 
Fire Protection Training for Industrial Manage- 
ment. By J. R. Bachtler. Q56:71 
Fire Spread, Quick. Q56:281 
Fires and Fire Losses Classified, 1961. Q56:181 
Firestorm Conditions Caused by Weather. Q56:253 
Fire Tests of Floor and Ceiling Assemblies. By 
Jack A. Bono. Q56:343 
Flame Retardant Compound. Q56:215 
Flame Retardant Treatments of Christmas Trees. 
Q56:139, 140 
Flammable Liquids. 
Fires 
Fires Caused by or Involving. 
376, 400, 404 
Tanks, Aircraft Fuel, Fires Involving. Q56:414, 415, 
417 
Tanks, Vehicle Fuel, Fires Involving. Q56:11, 102, 
103 
Underground Seepage. Q56:317 
Used to Freshen Solid-Fuel Fire. Q56:306 
Flammable Liquids Tank Truck Fire. Q56:11 
Flammability of Plastic Foams and Sheeting, 
ASTM D 1692. Q56:162 


Q56:162, 


Q56:299 


Q56:399, 401 


Q56:408 


By Percy 


See also Refinery (Petroleum) 


Q56:288, 306, 307, 
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Flammability of Rigid Plastics Over 0.050 Inch in 

Thickness, ASTM D 635. Q56:162 
Flight Standards Division (FAA). Q56:101 
Floor Assemblies, Fire Tests of. 0Q56:343 
Flour and Feed Mills. See Food 
Foam, Combined Use with Dry Chemical. Q56:28 
Food and Food Produets Plant, Fire Involving: 

Flour and Feed Mill: 

St. Louis, Mo., Jan. 10, 1962. 
Fowler, Everett W. (56:323 
Fuels Techrtology Center, 

Laboratory. Q56:335 


Q56:237 


Argonne National 


G 


Garage, Parking, Fire Involving: 
Chicago, Ill. Feb. 17, 1962. Q56:171, 172 
Garages, Parking, in Apartment Buildings. 
Q56:329 
Garages, Repair, Fires Involving: 
Saginaw, Mich, Jan. 7, 1962. Q56:393 
Stowe, Pa., Feb. 17, 1962. Q56:313 
Garage, Underground. 56:5 
Garner, J. D. Q56:101 
Gas, Fires and Explosions Involving. 
Gas, Fires Caused by or Involving. 
lines 
Gas Well: 
nr. Dacca, Pakistan, Mar. 15, 1962. 
Liquefied Petroleum: 
Berlin, N. Y., July 25, 1962. Q56:197 
Gasoline. See Flammable Liquids and Stores 
Gasoline Service Stations. See Stores 
Gaylord Industries. ©056:219 
Glass: 
Walls, Exterior. Q56:323 
Gloveboxes, Plutonium, Fire and Explosion Tests 
of. Q56:335 
Grain Dust Explosion and Fire. 56:237 
Grease and Vapor Removal Systems. (56:216 
Greenbelt Supermarket Fire, The. 56:77 
Grocery Warehouses. See Warehouses 
Guise, Arthur B. Q56:21 


(56:307, 376 
See also Pipe- 


Q56:197 


Haessler, Walter M. (56:89, 221 
Halogenated Hydrocarbons, As an Extinguishing 
Agent. Q56:94 
Hamburg’s Firestorm Weather. 
H. V. Ebert. Q56:253 
Hangar, Aircraft, Fire Involving: 
nr. Lockport, Ill., Jan. 16, 1962. Q56:284 
Hartford Hospital Fire, The — Its Effect on Hospi- 
tal Administrators. By H. Robert Cathcart 
Q56: 160 
Hasbrook, A. Howard. 
Heaters: 
Coal, Cause of Fire Q56:302 
Oil-fired, Cause of Fire. Q56:302, 306, 376 
Propane-fired, Cause of Fire. Q56:194 
Heating and Cooking Equipment, Fires Caused 
by. Q56:306, 376 
Helicopter, Use in Fire Fighting Operations. 056: 
413 
Hill-Burton Act. Q56:228 
Homes for the Aged, Fires Involving. 
Homes 
Homes for the Aged, Fire Protection in. 056:227 
Hospital Fire Emergency Plan. ©56:154, 157 
Hospital Fire Safety Recommendations. 056:160, 
161 
Hospitals, Fires Involving: 
Brooklyn, N. Y., July 25, 1962. Q56:152 
Hartford, Conn., Dec. 8, 1962. Q56:160 


By Dr. Charles 


Q56:101 


See Nursing 
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Hotels, Fatal Fires Involving. ©56:311 
Hotel Fire in Reno. (56:137 
Hotels, Fires Involving: 
El Centro, Calif., Jan. 21, 1962 
nr. Liberty, N. Y., July 13, 1962. Q56:412 
Peoria, Ill., Feb. 6, 1963. ©56:292 
Reno, Nev., April 3, 1962. Q56:137 
Hydrants: 


Damaged. 056:394, 105 


I 
Incendiary (Suspicious) Fires. (56:307, 376, 412 
Industri | Fire Protection. (56:71 
Industrial Plants. See also separately listed occupancies 
Fire Loss in 1961. 056:186 
Multiple-Death Fires in. Q56:312, 313 
Injuries Received by Firemen. (56:277 
Isopentane, Fires Involving. (56:288 
Inspection of Dwellings. ©56:198 
Institute of Makers of Explosives. (56:261, 266 
Institutional Properties. See Hospilals, Nursing 
Homes 
Insulated Metal Roof Deck Construction. By 
J. A. Wilson. ©56:267 
Integration. See Fire Departments 
Interior Finish, Combustible. See also Acoustical 
Ceiling Tile, Fiberboard, Plywood 
In Noncombustible Building. 56:82 
Factor in Fire Spread. Q56:281, 328, 366 
Fatal Dwelling Fires Spread By. Q56:301, 410 
International Association of Fire Chiefs. (56:198 
International Fire Statistics 1961. 56:191 
Interstate Commerce Commission. (56:51, 67. 68 
Intoxicated Individuals, Fires Involving. 056:306 


J 


Juillerat, Ernest, Jr. Q56:362 


Large Loss Fires of 1962. (56:373 

Large Loss of Life Fires. See Muttiple-Death Fires 

Leather, Leather Products Plant, Fire Involving: 

Tannery, Ayer, Mass., June 5, 1961. Q56:128 

Liability for the Spread of Fire. By Aribert L. 
Young. Q56:244 

Lightning, Fires Caused by. (56:376 

Liquefied Petroleum Gas. See Gas; Tanks, L P-Gas 

Los Angeles Fire Department. 056:201 

Los Angeles Fire Department, Tests on Christmas 
Trees. (56:144, 145 

Los Angeles Fire Department Tests, Fire Detection 
Systems in Dwellings. 0Q56:201 

Los Angeles School Fire Tests. 0Q56:202 

Loughran, Dr. Charles H. 056:154 


M 


Magnesium: 
Fires Involving. (Q56:415, 417 
Lowest Oxygen Concentration to Support Combus- 
tion of. Q56:337 
Manufacturing Chemists’ Association, Inc. 56: 
261, 263, 266 
Marine Field Service Project, NFPA. Q56:320 
Matches. See Smoking, Matches; Children, Matches 
McElrath, Richard E. Q56:128 
Meldrum, Donald N. Q56:28 
Mercantile Occupancies. See also Slores 
Fire Loss in 1961. Q56:186 
Metal Christmas Trees, (56:139-141 
Metal Roof Deck Technical Institute. 056:268 


Metal Storage. See Warehouses 
Metalworking Plants, Fires Involving: 
Aluminum Casting: 
Rockdale, Texas, Apr. 1955. Q56:271 
Electrical Appliance Assembling: 
Huntington, Ind.. June 7, 1962. Q56:394 
Met-L-X Extinguishing Powder, Use on Small 
Alcohol Fires. (56:336 
Mines, Coal, Fires Involving: 
Carmichaels, Pa., Dec. 6, 1962. Q56:197 
Herrin, Ill, Jan. 10, 1962. Q56:197 
Saarbriicken, Germany, Feb. 7, 1962. (Q56:197 
Mobile Homes, Fatal Fires. (56:312 
Mobile Home, Fire Involving: 
nr. Portsmouth, N. H., June 12, 1962. 
Motel, Fire Involving: 
Pointe-aux-Trembles, P.Q., Mar. 23, 1962. (56:82 
Motor Vehicles, Fires Involving. See also Trucks 
Fire Loss in 1961. Q56:187 
Multiple-Death Fires of 1962. 056:295 


Q56:410 


N 


National Academy of Sciences. (56:199 
National Board of Fire Underwriters. (56:66 
National Building Code. (56:228, 229 
National Electrical Code. 56:16, 78, 150, 199, 243 
National Fire Protection Association. 56:5, 17, 
35, 41, 42, 44, 48, 49, 181 
NFPA Board of Directors. See Board of Directors 
NFPA Committees: 
Chimneys and Heating Equipment. Q56:216 
Combustible Metals. 0Q56:110 
NFPA Marine Field Service Project. Q56:320 
NFPA Railroad Section, Re-establishment of. 
Q56:321 
NFPA Standards, Codes, Model 
Manuals: 
Building Exits Code for Life Safety from Fire (No. 
101). Q56:9, 16, 35, 37, 40, 152, 229 
Classification of the Flammability of Wearing Ap- 
parel (No. 702). Q56:199 
Control of Gas Hazards on Vessels to be Repaired 
(No. 306). Q56:152 
Essential Hospital Electrical Service (No. 76). Q56: 
199 
Fire and Explosion Prevention in Plants Producing 
and Handling Zirconium (No. 482M). Q56:110 
Fire Hazard Properties of Flammable Liquids, Gases 
and Volatile Solids (No. 325). Q56:251 
Fire Prevention in Use of Cutting and Welding 
Processes (No. 51B). Q56:199, 27 
Fire Pumps (No. 20). Q56:151 
Fire-Resistive Roofing Ordinance (No. 256). 56: 
177, 178 
Flammable Liquids Code (No. 30). Q56:16 
Foam Extinguishing Systems (No. 11). 56:29 
Foam-Water Sprinkler Systems and Foam-Water 
Spray Systems (No. 16). Q56:199 
Garages (No. 88). Q56:5, 7, 10, 151 
Hazardous Chemicals Data (No. 49M). 56:66 
Installation, Maintenance and Use of Proprietary 
Auxiliary and Local Protective Signaling Systems 
(No. 72). Q56:38 
Management for Controlling Fire Emergencies (No. 
7M). Q56:243 
Manufacture, Transportation, Storage, and Use of 
Explosives and Blasting Agents (No. 495). Q56 
261, 263, 265, 266 
Method of Test of Surface Burning Characteristics of 
Building Materials (No. 255). ©56:228 
Methods of Fire Tests of Building Construction and 
Materials (No. 251). (056:343 
Methods of Fire Tests of Roof Coverings (No. 256) 
Q56:177, 179, 180 


Ordinances, 
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National Electrical Code (No. 70). 
199, 243 
Portable Fire Extinguishers (No. 10). Q56:27 
Prevention of Dust Explosions in Flour and Feed 
Mills and Allied Grain Storage Elevators (No. 
61C). Q56:243 
Protection of Electronic Computer Systems (No. 75) 
Q56:199 
Protection of Records (No. 232). Q56:243 
State Fireworks Law (No. 494L). Q56:46 
Static Electricity (No. 77M.) Q56:221 
Storage and Handling of Liquefied Petroleum Gases 
at Utility Gas Plants (No. 59). Q56:151 
Vehicular Performance Recommendations for Air- 
craft Rescue and Fire Fighting Vehicles (No. 414) 
Q56:199 
Ventilation of Restaurant Cooking Equipment (No. 
96). Q56:216 
Naval Research Laboratory. 56:21, 27, 29, 30 
Newark’s Sprinklered Underground Garage. By 
Theodore Torrey, Jr. Q56:5 
New York State Building Code. 
Northbrook (Illinois) Testing Station. ©56:345 
Norwegian Fire Research Laboratory, (56:18, 19 
Norwich Organic Peroxide Explosion, The. Q56:62 
Nursing Homes: 
Fires Involving: 
Hudson, Mass., Dec. 20, 1962. (56:342, 357 
Yeadon, Pa., April 2, 1962. Q56:35 
Irondequoit, N. Y. Q56:227 
Multiple-Death Fires in 1962. 


(56:16, 78, 150, 


Q56:228, 229 


Q56:314 


O 


Open Doors Channel Apartment House Fire. 
Q56:134 
Openings, Horizontal, Vertical, Unprotected, Fire 
Spread Through. ()56:134, 135, 137, 278, 279, 
301, 375, 374, 392, 394, 402 
Openings, Vertical: 
Factor in Fire Spread. 
109 
Factor in Life Safety in Buildings. 
In Underground Garages. ()56:7 
Operation School Burning No. 2. Q56:202 
Organic Peroxides Storage and Handling. By 
Gordon M. Betz. 56:51 
Oxygen Cylinder, Fire Origin at Valve. (56:118 
Oxygen, Released During Fire. (156:117. 118 


Oxygen Tent Fire. (56:215 


(956:36, 275, 281, 366, 406. 


(956:153, 371, 412 


P 


Paper Storage. See Warehouses 
Paperboard, Used as Interior Finish, Fire Spread 
by. Q56:301 
Parking Garages. 
Passenger-Cargo Ship Fire. 
(56:362 
Pennsylvania Hospital, Philadelphia, Pa. 
Peroxides, Organic. See also Explosions 
Storage and Handling. 56:51 
Pipeline, Fire and Explosion Involving: 
Natural Gas: 
nr. Edson, Alta., Jan. 16, 1962. Q56:317 
Plastic Building Products, Fire Hazard Properties 
of. Q56:162 
Plastic Fire Hazard Classifications, A Different 
View on. By J. A. Wilson. ©56:162 
Plastics: 
Air-Supported Structures. (562332 
Christmas Trees. Q56:146, 141 
Domes. Q56:331 
Wall Panels. Exterior. (567323 
Playhouse, Children’s, Fire Involving. 


See Garages 
By Ernest Juillerat, Jr. 


(56:160 


(9563312 
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Plutonium: 
Lowest Oxygen Concentration to Support Combus- 
tion. Q56:337 
Spontaneous Ignition. (56:335 
Plutonium Gloveboxes, Fire and Explosion Tests 
of. Q56:335 
Plywood, Combustible. See also Interior Finish 
Fire Spread by. Q56:366 
Plywood and Hardboard Mills. 
Plants 
Police and Fire Departments Combined, In- 
adequacies of. (56:82, 292, 376 
Potassium Bicarbonate-Base Dry Chemical. By 
Arthur B. Guise. (56:21 
Public Assembly Occupancies. 
listed occupancies 
Fire Loss in 1961. Q56:186 
Public and Fire Prevention, 
Richardson. 56:41 
Pumps: 
Fire: 
Failure During Fire. 


See Woodworking 


See also. separately 


The. By Deue 


(Q56:398 


Q 


Queener, J. Sharp. 56:1 


R 
Radioactive Material, Fire Involving. (56:115 
Railroad Freight Shed Fire. Q56:165 
Railroad Repair Shops, Fires Involving: 
Baltimore, Md., Mar. 22, 1962. 056:396 
Kearny, N. J., Feb. 12, 1962. ©Q56:286 
Railroad Rolling Stock. See also Trains 
Fire Loss in 1961. Q56:187 
Railroad Section, NFPA. (56:321 
Ralston Purina Company. (56:237 
Records, Lost in Fire. (56:237, 243 
Refinery, Petroleum, Fire Involving: 
nr. Pampa, Texas, Feb. 12, 1962. Q56:288 
Reports of Important Fires. (56:275 
Residential Occupancies. See also separately listed 
occupancies 
Fire Loss in 1961. ©Q56:186 
Restaurant Fires. ()56:216 
Restaurants, Fires Involving: 
Pennsauken Twp., N. J., Mar. 31, 
282 
Rhude, Howard V. ()56:335 
Richardson, Deuel. (56:41 
Rockets and Bombs Homemade. ()56:198 
Rocket Propellants, Explosions During Manufac- 
ture of. (56:313 
Roof Deck Construction, Insulated Metal. 
267 
Roof Supports: 
Arches, Steel Lamella. 
Cable, Steel. 056:325 
Roofs: 
Concrete Shell. 056:327 
Domes, Metal and Plastic. (56:331 
Precast Concrete Slab. (56:327 
Roofs, Combustible, Factor in Fire Spread. 
327 
Rooming Houses, Fatal Fires. ©56:311 
Rooming House, Fire Involving: 
Charlottesville, Va., March 24, 1962. Q56:412 
Rubber Plant, Synthetic, Fire Involving: 
Louisville, Ky., Jan. 10, 1962. Q56:400 
Rubbish and Trash: 
Factor in Fire Spread. (56:276, 279 
Fires Caused by. (56:167, 168 
Rural Property, Fires Involving. 


1962. 56:281, 


Q56: 


(56 :325 


(56: 


Q56: 299 
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Safe Handling of Blasting Agents. By Dr. W. J. 
Taylor, Jr. Q56:261 
St. Anne’s Home for the Aged, Irondequoit, N. Y. 
By Theodore Torrey, Jr. Q56:227 
St. Jude’s Nursing Home Fire. By Rexford Wilson. 
Q56:357 
St. Jude’s Nursing Home Fire, Editorial. 0Q56:342 
St. Mary’s Hospital Fire. By Richard E. Stevens 
(56:153 
Salts, Fused, Used for Extinguishment of Metal 
Fires. 056:338 
Schools, Fires Involving. See also Dormitories, Edu- 
cational Occupancies 
nr. Lockport, Ill., Jan. 16, 1962. Q56:284, 285 
Screens, Building Exterior. ©56:329 
Service Stations. See Slores 
Shingles, Wood. See Wood Shingles 
Ships and Barges, Fires Involving: 
off Bermuda, Nov. 15, 1962. Q56:197 
or. Lutcher, Miss., Oct. 20, 1962. Q56:316 
Mississippi River, Oct. 20, 1962. Q56:197 
New York, N. Y.. Sept. 28, 1962. (56:362 
Shopping Centers. See Slores 
Shopping Center Motel Fire. (56:82 
Smoke: 
Cause of Extensive Damage. 56:87 
Factor in Loss of Life in Building. Q56:40, 360 
Smoking, Matches, Fires Caused by. (56:170, 201, 
292, 306, 307, 376, 408, 409 
Snow, Clyde C. Q56:101 
Sodium Bicarbonate-Base Dry Chemical, As a 
Method of Extinguishment. 56:94, 95 
Sparks, Fires Caused by. 056:239, 275, 276, 408 
Sparky the Fire Dog. 56:41, 48, 200 
Spontaneous Ignition: 
Plutonium. Q56:335 
Spread of Fire. See also Doors, Interior Finish, Open- 
ings, Storage 
By Exposure. Q56:275, 277, 278 
By Flying Brands. ©56:275, 277, 278, 280 
Sprinklers: 
Damaged by Explosion. 056:240 
Deluge, Automatic, Tank Protection. @Q56:400 
Effectiveness of. 0Q56:244, 245 
High Piled Stock, Unsatisfactory Because of: Q56: 
103 
Lack of: Q56:167, 171, 268, 278, 279, 281, 361, 412 
Lack of a Legal Liability. Q56:244, 245, 248 
Overpowered in Exposed Building. Q56:394 
Partial Protection, Effective. Q56:400 
Performance in Large Loss Fires of 1962. Q56:373 
Piping Removed for Building Demolition. Q56:276 
Protection Necessary in Nursing Homes. Q56:35, 40 
Protection Necessary in Supermarkets. Q56:81 
Satisfactory Performance in Exposed Building. Q56: 
393 
Shut Off, Building Not Maintained. Q56:394 
Shut Off for Building Demolition. Q56 
Underground Garage Protected by. Q56:! 
Water Pumped into Shut-off Sprinklers Effective 
Q56:277 
Stairways. See Openings, Vertical 
Standpipes: 
Factor in Life Safety in Buildings. Q56:153 
In Poor Condition. Q56:279 
Static Electricity Generation by Carbon Dioxide 
Extinguishers. By Walter VM. Haessler. ©56:221 
Steel: 
Domes. Q56:331 
Unprotected, Collapee During Fire. 056:289, 404 
Stevens, Richard E. 056:153, 216 
Storage: 
Improper, Influencing Fire Spread. (56:289, 404 
Storage Occupancies. See also Warehouses 
Fire Loss in 1961. ©56:187 


Stores, Fires Involving. See also Apartments wiih 
Slores 
Automobile Sales: 
Leadville, Colo., Sept. 22, 1962. Q56:314 
Department Stores: 
Des Moines, Iowa, Jan. 25, 1962. Q56:392 
Fort Wayne, Ind., Jan. 10, 1962. Q56:461 
Drug Store: 
Ottumwa, Iowa, Jan. 29, 1962. Q56:404 
Gasoline Service Station: 
Spur, Texas, Jan. 6, 1962. Q56:317 
Shopping Centers: 
Pointe-aux-Trembles, P. Q., Mar. 23, 1962. 56:82 
St. Cloud, Minn., July 31, 1962. Q56:106 
Supermarkets: 
Greenbelt, Md., Apr. 11, 1962. Q56:77 
Newark, N. J., Mar. 5, 1962. Q56:105 
Stoves. See Heating and Cooking Equipment 
Supermarkets. See Stores 
Survey of Roofing Ordinances, 1962. Q56:173 


Tank, LP-Gas, Fire Involving. See also Gus 
Liquefied Petroleum 
nr. Pampa, Texas, Feb. 12, 1962. (56:288 
Tanneries. See Leather 
Taxicab Garage Fire. (56:171 
Taylor, Dr. W. J., Jr. Q56:261 
Terminal Warehouses. See Warchouses 
Timber, Laminated. (56:521 
Time-Temperature Curve, Confirmation of. (56 
344 
Time to Escape from Dwelling Fires. Q56:298 
Toledo Chemical Explosion, The. ©56:249 
Torrey, Theodore, Jr. 56:5, 227 
Transoms, Glass: 
Fire Spread through. Q56:370 
Training of Firemen. 056:198 
Trains, Fires Involving. See also Railroad Rolling 
Stock 
Traskwood, Ark., Dec. 17, 1960. 56:262, 263, 266 
Transportation. See Aircraft, Railroad Rolling Stock. 
Trucks, elc. 
Trees, Christmas, and Decorations. Q56:139 
Trucks, Fires Involving: 
Norwich, Conn., April 3, 1962. Q56:62 
Roseburg, Oreg., Aug. 7, 1959, Q56:261, 266 
Truck, Flammable Liquids Transport, Fire In- 
volving: 
nr. Elburn, Ill., Feb. 2, 1962, 56:11 
Truck, LP-Gas Fueled, Fire Involving: 
Electra, Texas, Aug. 24, 1962. Q56:410 
Trucks, LP-Gas Transport, Fires Involving: 
Berlin, N. Y., July 25, 1962. Q56:316 
Electra, Texas, Aug. 24, 1962. @Q56:410 
Tryon, George H. 56:139 
Tunnel, Fire and Explosion Involving: 
Philadelphia, Pa., Aug. 22. 1962. Q56:317 


Underwriters’ Laboratories, Inc. (256:21, 22, 26 
27, 38, 141, 142, 178, 179 

Underwriters’ Laboratories, Inc., Tests on Christ- 
mas Trees. ©56:145, 146 

Underwriters’ Laboratories, Inc., Fire-Resistive 
Assembly Tests. (56:345 

U. S. Atomic Energy Commission. 056:110 

U. S. Civil Air Regulations. (56:101 

U. S. Department of Agriculture. 056:50, 146, 190 

U. S. Department of Commerce. 56:16, 200 

U. S. Department of Health, Education, and Wel- 
fare. (56:16, 322 
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U. S. Department of Labor. Q56:16 

U. S. Forest Service. Q56:50 

U. S. National Health Survey. Q56:197 
U. S. Public Health Service. Q56:197 


v 


Vagrants, Fires Started by. Q56:394 
Veterans Administration. 056:215 
W 
Wall and Ceiling Spaces, Factor in Fire Spread. 

Q56:87, 167, 278, 281, 370 

Walls, Exterior: 
Aluminum Panel. 
Glass. Q56:323 
Plastic Panel. Q56:323 
Screens. 056:329 

Walls, Fire Division: 

Effective During Fire. Q56:171, 172 
Lack of. Q56:328, 329, 407 
Substandard, Ineffective During Fire. ©56:405 
Warehouses, Fires Involving: 
Grocery: 
Berkeley, Calif., June 19, 1962. 
Metal Storage: 

Secaucus, N. J., June 26, 1962. 
Paper Storage: 

Cantonment, Fla., Mar. 9, 1962. 
Terminal: 

Boston, Mass., May 10, 1962. Q56:165 
Watchman, Lack of, a Legal Liability. Q56:244, 246 
Watchman Service Substandard. 056:397, 399 
Water Spray, As a Method of Extinguiskment. 

Q56: 93, 94 
Water to Sprinklers Inadequate or Shut off. 056: 

281 


Q56:323 


Q56:286 
Q56:289 


Q56:403 


Water Supplies:) 
Main Ruptured. "Q56:400 
Public Supply Inadequate. Q56:170 
Supplemented by Canal. Q56:170 
Weather, Effect on Frequency of Fatal Dwelling 
Fires. Q56:299 
Weather, Hamburg, Influence on Fire Conditions. 
Q56:253 
Welding and Cutting, Fires Caused by. 
275, 276, 278, 376, 396, 403 
Wells, Gas. See Gas 
Westinghouse Atomic Power Division. 56:110 
Westinghouse Electric Corporation. Q56:110, 218 
Wilson, J. A. Q56:162, 267 
Wilson, Rexford. Q56:35, 357, 367 
Windowless Buildings, Fires in. Q56:403 
Windows: 
Barred, Hampered Fire Fighting. Q56:401 
High, Prevent Rescue. Q56:297 
Wired Glass, Held Back Fire. Q56:401 
Wood Shingle Roof Fires. Q56:173 
Wood Shingles: 
Bibliography. Q56:180 
Factor in Conflagration. Q56:173, 174 
Legislation Against. Q56:173 
Woodworking Plant, Fire Involving: 
Plywood and Hardboard Mill: 
Coos Bay, Oreg., June 11, 1962. Q56:399 


Q56:266, 


Y ‘ 

New 

Yeadon Nursing Home Fire, The. By Rexford 
Wilson. Q56:35 
Young, Aribert L. 


Q56:244 
Z 


Zirconium Scrap Burning Tests. Q56:110 





